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THE DIRECTOR OF 
CENTRAL INTELLIGENCE 


2 
National Intelligence Council a 
J 

6 December 1982 
NOTE FOR: Warning Working Group e 
FROM : A/NIO/W 2 
2 


SUBJECT : Meeting 


1. The Warning Working Group will aa 
meet on Friday, 17 December 1982 at 1030 mt 
in Room 6 F 25, CIA Headquarters. iS 
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